Fentanyl Citrate Results 


Lab Sample 
ID# 

Observations 

Fentanyl 

Citrate 

(ug/mL) 

GC/MS Full Scan Results 


Punctured/Liquid Level Slightly Less Than 
Control 

3.84 

Detected, Unconfirmed 

Punctured/Liquid Level Less Than Control 

<1.27 

*Not Detected 

Punctured/Liquid Level Slightly Less Than 
Control 

<1.27 

*Not Detected 

Punctured/Liquid Level Slightly Less Than 
Control 

<1.27 

*Not Detected 

Punctured/Liquid Level Higher Than Control 

<1.27 

*Not Detected 

Punctured/Liquid Level Less Than Control 

1.75 

*Not Detected 

Punctured/Liquid Level Slightly Less Than 
Control 

1.47 

*Not Detected 

Punctured/Liquid Level Less Than Control 

2.53 

Detected, Unconfirmed 

Punctured/Liquid Level Similar to Control 

<1.27 

*Not Detected 

Punctured/Liquid Level Slightly Less Than 
Control 

1.58 

*Not Detected 

Punctured/Slightly Less or Similar Liquid Level 

2.28 

*Not Detected 

Punctured/Liquid Level less Than Control 

2.16 

*Not Detected 



*Not Detected-Below 
Integration Threshold 
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